FIGURE 1.1 Proposed locations of 29 continental and 2 ocean-bottom observatories for the
National Digital Seismograph Network (NDSN).  Comment:  The following recommended NDSN stations
are at or near the given Worldwide Standardized Seismograph Network stations:  1, Longmire; 9,
Tucson; 11, Dugway; 13, Missoula; 15, Golden; 16, Albuquerque; 20, Junction; 23, Blacksburg;
27, Ogdensburg; and 29, French Village.